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Message Text 

UNCLASSIFIED 

PAGE 01 KUWAIT 02180 241135Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO FBOE-OO /016W 

241138Z 100861/10 

R 240836Z APR 77 
FM AMEMBASSY KUWAIT 
TO SECSTATE WASHDC 7814 

UNCLAS KUWAIT 2180 

FOR: A/SY/FO, FBO AND NEA/EX 

E.O. 11652: N/A 

TAGS: ASEC, ABLD, AFSP 

SUBJECT: SPECIAL PROJECTS/SY CCTV INSTALLATION 

1 . TSO TEHRAN AND RSO KUWAIT HAVE PROGRAMMED INSTALLATION 
OF THREE CCTV UNITS AT AMEMBASSY KUWAIT. THERE IS NO COST 
TO POST FOR THE CCTV UNITS, TV CABLE OR TECHNICAL IN- 
STALLATION, HOWEVER, THE POST IS RESPONSIBLE FOR PURCHASE 
AND INSTALLATION OF PROJECT ANCILLARY EQUIPMENT (CONDUIT, 

POLES, CONCRETE BASES, ETC.) 

2. BIDS WERE RECEIVED FROM THREE LOCAL CONTRACTORS 
RANGING FROM $2000 TO $3500. IN AN EFFORT TO ECONOMIZE, 

THE POST INTENDS TO PURCHASE ALL ANCILLARY SUPPLIES AND 
PERFORM LABOR UTILIZING LOCAL MAINTENANCE EMPLOYEES RATHER 
THAN ACCEPT BIDS. 

3. THE POST REQUESTS $1500 TO PURCHASE ANCILLARY SUPPLIES 
FOR THE CCTV INSTALLATION. 

4. SINCE TSO PLANS CCTV INSTALLATION IN MID-MAY, REQUEST 
FUNDS IN THE AMOUNT OF $1500 BE ALLOTTED POST SOONEST. 

MAESTRONE 

UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 
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Expiration: 
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From: KUWAIT 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1977/newtext/t19770425/aaaaavex.tel 

Line Count: 46 
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